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, The following KCP t* applicable to O-a aircraft sere 
approved 2? Hay 1963: 


a. LAC- 140, hmggvwigt of A~C Generator Syste m, 

This iO* replaces 'l&i Alternator WitiTTh* 

Bead lx 10 IW Aliena, tor. Repeated failures of the 
Leland alternator and regulator together with the seed 
for greater AC capacity Justified this ECP. Service 
Bulletin kite vlli be available la about 32 weeks. 

Kits will he installed by the 4a tache.ee t». 

b. LAC* 156, Mew Inverter Lysias . This ECP replace* 
the preseat Ab 1 VJ^Toar Inverter with a 730 VA Lelaad 
Inverter, Thin will provide additional inverter bach-up 
in ease of inverter failure and will eliminate the carbon 
stack regulators which have beea the source of most 
inverter failures. Hie revised inverter circuitry will 
proride for vac of the existing 190 VA and 239 VA 
laverters and AC Alternator as back-up in event the 

73© VA Inverter fails. This will enable the pilot to 
complete a mission successfully where previously aa abort 
would have resulted, trader this coed it ion, the pilot must 
select one of two alternates— nil systems except 61ST-3 
or all systems except Rendezvous Beacon. In event both 
the 739 VA and 239 VA inverters fail, the VA inverter 
will still, supply r power to emergency flight instruments. 


(signed) 


Chief. Materiel atvisto® 
OBA-BB/R 
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Distribution: Copy 1 - D/FA/OSA 

2 - AD/OS A 

3 - DAD/OS A 

4 - OD/OSA 

5 - COMMO/OSA 

6 - MD/OSA 

7 - Chrono 
8,- RQ/OSA 
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